coal was not being maintained in a
useable and operating condition in that
the guage on the fire extinguisher showed
the fire extinguisher to be discharged.
Three other fire extinguishers in the area
at the time this violation was observed.

CENT 83-54

Section 104(a) Citation No. 2007402, March 15, 1983,
cites a violation of 30 CFR 71.100, and the condition or
practice is as follows:

The results of (3) valid respirable

dust samples taken by MSHA 3/08, 09,

10/83 from the operator's cab of the

Reed SK35 Drill at Pit 001 show the average

concentration of respirable dust as

3.7 Mg/M3.  Therefore the operator is not

maintaining the average concentration of

respirable dust in the atmosphere during

each shift to which each miner at this

work position (Designated 002-0, 384)

is exposed at or below the allowable

limit Of 2,0 Mg/M3.  The Reed SK35 Drill,

serial number 1061193 is one of (2) two

drills working at Pit 001 at the time

these samples were collected.

The inspector modified the citation on March 23, 1983,
and the justification for this action states as follows:

The results of a respirable dust sample
collected by MSHA 3/10/83 from designated
work position 002-0, 384 and forwarded
to Pittsburgh Health Technology Center for
quartz analysis show a quartz percent of
33 percent.  Therefore, citation number
2007402 issued 3/15/83 is modified to show
the respirable dust standard as 0.3 Mg/M-3*

On March 28, 1983, the inspector extended the original
abatement time from March 25, 1983, to April 5, 1983, and
the justification for this action states as follows:

The mine operator removed the Reed SK35
highwall drill, serial # 1061193
(Dwp 002-0, 384) from service and replaced
this drill with a Reed SK35, serial-#
1061206 that is equipped with an air
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